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' The attached Administrative Instruction 
bo substituted for Administrative Instructions 
of your Standard Practico Manual* 

Each recipient of a copy of this Instruction 
should reed it carefully and be responsible for having 
his copy circulated to and initialed by the porsonncl 
of his offices* 



Approved For Release 2001/09/07 : Cl A-RDP78-04007A00'1 100040021 -3 


i 

4tatintl 


